AMENDMENT NO.3 APRIL 2012 
TO 
IS 9206 : 1979 DIMENSIONS OF CAPS FOR 
TUNGSTEN FILAMENT GENERAL 
SERVICE ELECTRIC LAMPS 


(Page 3, clause 1.1) — Add the following new sub-clause: 


‘1.2 Dimensions of E14 and B-15d caps are covered in IS 15518 (Part 1) : 2004 Safety Requirements for 
Incandescent Lamp : Part 1 Tungsten Filament Lamps for Domestic and Similar General Lighting 


Purpose.’ 
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